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To  AX  Order  of  the  IIofse  of  Com-Moxs,  dated  the  2.'ttli  January,  1911,  ealliiig  for  a 

statement  showing : — 

(1)  ITow  nineh  wheat  was  exported  from  (hinada  for  the  erop  years  ending 
August  31,  190S,  1009  and  1910. 

(2)  ITow  much  wheat  was  exported  from  Canada  through  United  States  ports 
during  ItOS,  1909  and  1910,  naming  said  ports,  and  amount  exported  from  each  port. 

(3)  How  many  terminal  grain  elevators  are  there  at  Port  Arthur  and  fort  il- 
liam,  and  what  is  the  name  of  each. 

(1)  How  much  grain  was  shipped  through  each  elevator  at  Port  Arthur  and 
Fort  IVilliam  during  each  year  1908,  1909  and  1910,  and  what  are  the  names  of  the 
elevators,  respectively. 

(5)  How  much  wheat  was  exported  from  Canada  during  each  crop  year  1908, 
1909  and  1910,  not  passing  through  the  terminal  elevators  at  Port  Arthur  and  Fort 
William. 

(0)  How  many  men  are  emploj'ed  by  the  Government  in  connection  with  the 
terminal  elevators  at  Port  Arthur  and  Fort  William,  and  what  is  the  total  salary 
paid  the  men  per  year. 

CHAS.  .MFKPILV, 

Secretanj  of  State. 

Statemext  showing  amount  of  Grain  exported  from  Canada  during  1908,  1909 

and  1910. 

().  1.  How  much  wheat  was  exported  from  Canada  for  the  crop  years  ending 
August  31,  1908,  1909  and  1910? 

A.l.  1908—39,091.383  bushels. 

1909— 45,879,058  “ 

1910— 52,298,046  “ 

().  2.  How  much  wheat  was  exported  from  Canada  through  United  States  ports 
during  1908,  1909  and  1910,  naming  said  ports,  and  amount  exported  from  each  port? 


1908. 

1909. 

1910. 

Bush. 

Bush. 

Bush. 

Haiti  111  ori> 

88.132 

165,773 

1,801,294 

Boston 

7,120.969 

8,012,253 

New  York 

1,333,115 

.5,100,117 

5,911,085 

Philadelphia 

2,473,281. 

5,6^0.749 

1,995,553 

J’ortlaiid 

5,186.129 

4,809,880 

6,109,286 

Total 19,768,70.5  23,187.188  27,129,171 
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Q.  3.  How  many  terminal  grain  elevators  are  there  at  Port  Arthnr  and  Port  Wil- 
liam, and  what  is  the  name  of  each? 

A.  3.  Fort  William — 

Number. 


Canadian  Pacdfic  Railway 3 

Empire  Elevator  Company 1 

Consolidated  Elevator  Co 1 

Ogilvie  Flonr  Mills  Co.,  Ltd 1 

Western  Terminal  Elevator  Co 1 

Grand  Trunk  Pacific  Elevator  Co 1 

Black  & IMuirhead 1 

Davidson  & Smith 1 

Total 10 

Port  Arthur — 

Port  Arthur  Elevator  Co.,  Ltd 2 

David  Horn  & Co 1 

Thunder  Bay  Elevator  Co 1 

National  Elevator  Co 1 


Total 

Grand  total 15 


Q.  4.  How  much  grain  was  shipped  through  each  elevator  at  Port  Arthur  and 
Fort  William  dviring  each  year  1908,  1009  and  1910,  and  what  are  the  names  of  the 


elevators,  respectively  ? 

Crop  Year,  1908. 

Name  of  elevator — 

Canadian  Pacific  Pailway 
Empire  Elevator  Co..  .. 
Consolidated  Elevator  Co. 
Total— Port  William.. 


Total  Grain. 

Bush. 

22,.‘160,510 

8,858,508 

0,769,568 

— 37,988,586 


Port  Arthnr  Elevator  Co 30,387,270 

Jas.  G.  King  & Co 2,990,826 

Total — Port  Arthnr 33,378,0.90 


Grand  total 


01,360,082 


Crop  Year,  1909, 
Canadian  Pacific  Bailway.. 

Empire  Elevator  Co 

Consolidated  Elevator  Co..  . 
Ogilvie  Flour  Mills  Co.,  Ltd 
Total — Fort  William. 


27,511,990 

10,392,207 

7,306,970 

5,135,931 


Port  Arthnr  Elevator  Co 21.119,283 

■las.  G.  King  & Co 2,999,201 

Total— Port  Artlinr 27.118,181 


Grand  total 


1 1 f 1 0o,o9 1 


Crop  Year,  1910. 

Canadian  Pacific  B.ailway 29,079,118 

Empire  Elevator  Co 12,01'9,973 

Consolidated  Elevator  Co 8, .551, 513 

Ogilvie  Flonr  Mills  Co.,  I4d 7,873,111 

Western  Terminal  Elevator  Co 3, .587, 119 

Black  & Mnirhead 251,710 

Total— Fort  William 61,308.907 

I’ort  Arthnr  Elevator  Co 29,3-51.900 

Jas.  G.  King  & Co 3.123,00'9 

Thunder  Bav  Elevator  Co 6,212,611 

Total — Port  Arthnr 38.990.589 


Grand  total 


77,765,591 


ExroirrATi()X  of  mueat 


3 


SESSIONAL  PAPER  No.  119  > 

Q.  5.  How  much  wheat  was  exported  from  Canada  during  each  crop  year  190S, 

1909  and  1910,  not  passing  through  the  terminal  elevators  at  Port  Arthur  and  Fort 
William? 

A.  5.  1908—1,350,340  bushels. 

1909— 1,326,100  “ 

1910— 3,542,190  “ 

Q.  G.  How  many  men  are  employed  by  the  Government  in  connection  with  the  » 
terminal  elevators  at  Port  Arthur  and  Fort  William,  and  what  is  the  total  salary 
paid  the  men  per  year? 

, No.  of  Employees.  Salaries. 

Fort  William 96  50,71-F4.5 

Port  Arthur ..  10,566  50 


Dep.\rt:iiext  of  Trade  axd  Coaiaierce, 

Ottaava,  February  0,  1911. 


61,280  95 


